TEST MARKET BRANDS 


TAR, NICOTINE & CO DATA 


I? 1 •' Alpine 8 0 (Box) 

’if l > 

' ^Alpine Lights 80 (Box) 
jj/ Bucks 
V^Bugks Lights 
^_yXfcartier 100 20's (Box) 

^ _^_^SgTgtler 100 Menthol 20 'a (Box) 
ty . Hi-Lite 

(/k^Marlboro Ultra Lights 85 (Box) Red 
j/^arlboro Ultra Lights 100 (Box) Red 
.^/Marlboro Ultra Lights 85 (Box) Blue 
_ ii? /Marlboro Ultra Lights 100 (Box) Blue 
Merit De-Nic® Ultra Low Tar 85 
; *Merit De-Nic® Low Tar 85 
j Merit De-Nic® Ultra Low Tar Men. 85 

I *Merit De-Nic® Low Tar Menthol 85 

j 

* Next Ultra Low Tar 85 

J 

l *Next Low Tar 85 

Next Ultra Low Tar Menthol (White) 85 
*Next Low Tar Menthol (White) 85 
Next Ulta Low Tar Menthol (Cork) 85 
*Next Low Tar Menthol (Cork) 85 
Next Ultra Low Tar 100 
*Next Low Tar 100 

\*Next Ultra Low Tar Menthol 100 
I 

hN ext Low Tar Menthol 100 
1 Marlboro 100 
1 Marlboro 100 (Box) 

1 P.M. International (Box) 

1 P.M. International Menthol (Box) 
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*indicates nicotine is below <0.05 mg/cigt. 
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+ Since the tar r nicotine and CO data for these brands were not in 
Market Sample #31, Philip Morris data are given and were generated 
by the FTC method. 


1 The data shown for Marlboro 100, Marlboro 100 (Box) and P.M. International 
Box (plain and menthol) were in Market Sample #31. These brands are shown 
on this table because they are test market brands. 
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Source: https://www.industrydocuments.ucsf.edu/docs/srlk0001 



